
                              THIS WEEK'S CONTESTS
                         Compiled by Bruce Horn, WA7BNM

                            April 24 - May 1, 2023 Edition

The web versions of this contest calendar can be found at: https://www.contestcalendar.com/  You can also access a text version of the current weekly calendar at: https://www.contestcalendar.com/weeklycal.txt

Please send corrections and additions directly to me. The web calendars are updated as new contest information is received. If you wish to unsubscribe, please notify me and you'll be immediately removed from the mailing list.

73 de Bruce, WA7BNM   (bhorn@hornucopia.com)

This e-mail is divided into three sections:
- Details of this week's contests
- List of following week's contests
- Contest log submittal addresses and deadlines for recent contests

-----------------------------------------------------------------------------
THIS WEEK'S CONTESTS:
-----------------------------------------------------------------------------

K1USN Slow Speed Test: 0000Z-0100Z, Apr 24
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Maximum 20 wpm
            Name + (state/province/country)
  Work stations: Once per band
  QSO Points: 1 point per QSO (starting with Jan 4 contest)
  Multipliers: Each state/province/country once per band
               W/VE do not count as country mults (starting with Jan 4 contest)
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 2359Z April 26, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: http://www.k1usn.com/sst.html

QCX Challenge: 1300Z-1400Z, Apr 24
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op
  Max power: HP: >5 watts
             QRP: 5 watts
  Exchange: RST + Name + (state/province/country) + Rig
  Work stations: Once per band
  QSO Points: 3 points per QSO with QCX station
              1 point per QSO with non-QCX station
  Multipliers: (none)
  Score Calculation: Total score = total QSO points
  Submit logs by: 0400Z April 30, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: http://www.qrp-labs.com/party.html

ICWC Medium Speed Test: 1300Z-1400Z, Apr 24
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Name + QSO No.
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0400Z April 27, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: https://internationalcwcouncil.org/mst-contest/

OK1WC Memorial (MWC): 1630Z-1729Z, Apr 24
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 80, 40m
  Classes: Single Op All Band (QRP/Low)
           Single Op Single Band (QRP/Low)
  Max power: LP: 100 watts
             QRP: 5 watts
  Exchange: RST + Serial No.
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each last character of worked station call suffix once per band
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0600Z April 28, 2023
  E-mail logs to: (none)
  Upload log at: https://memorial-ok1wc.cz/index.php?page=logs
  Mail logs to: (none)
  Find rules at: https://memorial-ok1wc.cz/index.php?page=rules2l

QCX Challenge: 1900Z-2000Z, Apr 24
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op
  Max power: HP: >5 watts
             QRP: 5 watts
  Exchange: RST + Name + (state/province/country) + Rig
  Work stations: Once per band
  QSO Points: 3 points per QSO with QCX station
              1 point per QSO with non-QCX station
  Multipliers: (none)
  Score Calculation: Total score = total QSO points
  Submit logs by: 0400Z April 30, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: http://www.qrp-labs.com/party.html

RSGB FT4 Contest: 1900Z-2030Z, Apr 24
  Geographic Focus: United Kingdom
  Participation: Worldwide
  Mode: FT4
  Bands: 80, 40, 20, 15, 10m
  Classes: 100W
           10W
  Exchange: Signal report
  QSO Points: 1 point per QSO
              5 points per QSO with HQ stations G#6XX
  Multipliers: Each DXCC country once per band
               Each HQ station G#6XX once per band
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 2030Z April 25, 2023
  Upload log at: https://www.rsgbcc.org/cgi-bin/hfenter.pl
  Mail logs to: (none)
  Find rules at: https://www.rsgbcc.org/hf/rules/2023/r80m_ft4.shtml

ICWC Medium Speed Test: 1900Z-2000Z, Apr 24
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Name + QSO No.
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0400Z April 27, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: https://internationalcwcouncil.org/mst-contest/

Worldwide Sideband Activity Contest: 0100Z-0159Z, Apr 25
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: SSB
  Bands: 160, 80, 40, 20, 15, 10, 6m
  Classes: Single Op (QRP/Low/High)
           Overlay: Youth (26 years old or younger)
           Youth YL (female 26 years old or younger)
           YL (female older than 26 years
  Max power: HP: 1500 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: RS + age group (OM, YL, Youth YL or Youth)
  Work stations: Once per band
  QSO Points: 1 point per QSO with OM
              5 points per QSO with YL
              10 points per QSO with Youth
              15 points per QSO with Youth YL
  Multipliers: Each DXCC once per band
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0159Z April 26, 2023
  E-mail logs to: (none)
  Upload log at: https://logs.wwsac.com/
  Mail logs to: (none)
  Find rules at: https://wwsac.com/rules.html

QCX Challenge: 0300Z-0400Z, Apr 25
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op
  Max power: HP: >5 watts
             QRP: 5 watts
  Exchange: RST + Name + (state/province/country) + Rig
  Work stations: Once per band
  QSO Points: 3 points per QSO with QCX station
              1 point per QSO with non-QCX station
  Multipliers: (none)
  Score Calculation: Total score = total QSO points
  Submit logs by: 0400Z April 30, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: http://www.qrp-labs.com/party.html

ICWC Medium Speed Test: 0300Z-0400Z, Apr 25
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Name + QSO No.
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0400Z April 27, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: https://internationalcwcouncil.org/mst-contest/

ZL Sprint: 0800Z-0829Z (CW), Apr 25 and 0830Z-0859Z (SSB), Apr 25
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW, SSB
  Bands: 80m Only
  Classes: Single Op (CW/SSB/Mixed)(QRP/High)
  Max power: Open: 100 watts
             QRP: CW: 5 Watts, SSB: 10 Watts
  Exchange: RS(T) + Outside Temperature (C)
  Work stations: Once per mode section
  QSO Points: 1 point per QSO
  Multipliers: (none)
  Score Calculation: Total score = total QSO points
  Submit logs by: 0859Z April 26, 2023
  E-mail logs to: markzl3ab[at]gmail[dot]com
  Mail logs to: (none)
  Find rules at: https://www.nzart.org.nz/activities/contests/sprints/

SKCC Sprint: 0000Z-0200Z, Apr 26
  Geographic Focus: Worldwide
  Participation: Worldwide
  Awards: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10, 6m
  Classes: Single-Op (QRPp/QRP/QRO/QRO+)
           Multi-Op
  Max power: QRO+: >100 watts
             QRO: 100 watts
             QRP: 5 watts
             QRPp: 1 watt
  Exchange: RST + (state/province/country) + Name + (SKCC No./"NONE")
  Work stations: Once per band
  QSO Points: (see rules)
  Multipliers: Each state, province, or country once
  Score Calculation: Total score = (total QSO points x total mults) + bonus points
  Submit logs by: 2359Z April 30, 2023
  E-mail log summary to: (none)
  Post log summary at: http://www.skccgroup.com/operating_activities/weekday_sprint/submit-display.php
  Mail logs to: (none)
  Find rules at: http://www.skccgroup.com/operating_activities/weekday_sprint/

Phone Weekly Test: 0230Z-0300Z, Apr 26
  Geographic Focus: North America
  Participation: Worldwide
  Mode: SSB
  Bands: 160, 80, 40, 20, 15m
  Classes: Single Op
  Max power: 100 watts
  Exchange: NA: Name + (state/province/country)
            non-NA: Name
  Work stations: Once per band
  QSO Points: NA station: 1 point per QSO
              non-NA station: 1 point per QSO with an NA station
  Multipliers: Each US state (including KH6/KL7) once per band
               Each VE province/territory once per band
               Each North American country (except W/VE) once per band
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0300Z April 28, 2023
  E-mail logs to: (none)
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: http://www.perluma.com/Phone_Fray_Contest_Rules.pdf

A1Club AWT: 1200Z-1300Z, Apr 26
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Member: RST + Name
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: May 1, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: https://a1club.org/contest/awt/

CWops Test (CWT): 1300Z-1400Z, Apr 26
  Geographic Focus: Worldwide
  Participation: Worldwide
  Awards: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Member: Name + Member No./"CWA"
            non-Member: Name + (state/province/country)
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0800Z April 29, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: https://cwops.org/cwops-tests/

Mini-Test 40: 1700Z-1759Z, Apr 26
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 40m Only
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: RST + Serial No.
  Work stations: Once per 10 minute period
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: April 28, 2023
  Upload log at: https://ua9qcq.com/hf-logs.php
  Mail logs to: (none)
  Find rules at: http://minitest.narod.ru/

Mini-Test 80: 1800Z-1859Z, Apr 26
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 80m Only
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: RST + Serial No.
  Work stations: Once per 10 minute period
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: April 28, 2023
  Upload log at: https://ua9qcq.com/hf-logs.php
  Mail logs to: (none)
  Find rules at: http://minitest.narod.ru/

432 MHz Spring Sprint: 1900 local - 2300 local, Apr 26
  Geographic Focus: North America
  Participation: North America
  Mode: (not specified)
  Bands: 432 Only
  Classes: Single Op
           Rover
  Exchange: 4-character grid square
  QSO Points: 1 point per QSO
  Multipliers: Each grid square
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: May 10, 2023
  E-mail logs to: kotoka2kqm[at]windstream[dot]net
  Post log summary at: http://www.3830scores.com
  Mail logs to: Kent O'Dell, KA2KQM
                2752 Monument Road
                Jasper, GA 30143
                USA
  Find rules at: https://sites.google.com/site/springvhfupsprints/home/2023-information

CWops Test (CWT): 1900Z-2000Z, Apr 26
  Geographic Focus: Worldwide
  Participation: Worldwide
  Awards: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Member: Name + Member No./"CWA"
            non-Member: Name + (state/province/country)
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0800Z April 29, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: https://cwops.org/cwops-tests/

UKEICC 80m Contest: 2000Z-2100Z, Apr 26
  Geographic Focus: Europe
  Participation: Worldwide
  Mode: CW
  Bands: 80m Only
  Classes: Single Op Connected (High/Low/QRP)
           Single Op Unconnected (High/Low/QRP)
  Max power: HP: 1500 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: 6-Character grid square
  QSO Points: 1 point per 500 km (10 pts max)
              multiply QSO points by 2 if low power station
              multiply QSO points by 4 if QRP station
  Multipliers: (none)
  Score Calculation: Total score = total QSO points
  Submit logs by: 2200Z April 26, 2023
  E-mail logs to: (none)
  Upload log at: http://logs.ukeicc.com/cgi-bin/hfenter.pl
  Mail logs to: (none)
  Find rules at: https://www.ukeicc.com/80m-rules.php

CWops Test (CWT): 0300Z-0400Z, Apr 27
  Geographic Focus: Worldwide
  Participation: Worldwide
  Awards: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Member: Name + Member No./"CWA"
            non-Member: Name + (state/province/country)
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0800Z April 29, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: https://cwops.org/cwops-tests/

CWops Test (CWT): 0700Z-0800Z, Apr 27
  Geographic Focus: Worldwide
  Participation: Worldwide
  Awards: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Member: Name + Member No./"CWA"
            non-Member: Name + (state/province/country)
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0800Z April 29, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: https://cwops.org/cwops-tests/

RSGB 80m Club Championship, Data: 1900Z-2030Z, Apr 27
  Geographic Focus: United Kingdom
  Participation: Worldwide
  Awards: United Kingdom
  Mode: RTTY, PSK
  Bands: 80m Only
  Classes: (none)
  Exchange: RST + Serial No.
  QSO Points: 1 point per QSO
  Multipliers: (none)
  Score Calculation: (see rules)
  Submit logs by: 2359Z April 28, 2023
  Upload log at: http://www.rsgbcc.org/cgi-bin/hfenter.pl
  Mail logs to: (none)
  Find rules at: https://www.rsgbcc.org/hf/rules/2023/r80mcc.shtml

NCCC RTTY Sprint: 0145Z-0215Z, Apr 28
  Geographic Focus: North America
  Participation: Worldwide
  Mode: RTTY
  Bands: (see rules)
  Classes: (none)
  Max power: 100 watts
  Exchange: Serial No. + Name + QTH
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: April 30, 2023
  E-mail logs to: (none)
  Post log summary at: http://www.3830scores.com/
  Mail logs to: (none)
  Find rules at: https://ncccsprint.com/rttyns.html

NCCC Sprint: 0230Z-0300Z, Apr 28
  Geographic Focus: North America
  Participation: Worldwide
  Mode: CW
  Bands: (see rules)
  Classes: (none)
  Max power: 100 watts
  Exchange: Serial No. + Name + QTH
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: April 30, 2023
  E-mail logs to: (none)
  Post log summary at: http://www.3830scores.com/
  Mail logs to: (none)
  Find rules at: https://ncccsprint.com/rules.html

K1USN Slow Speed Test: 2000Z-2100Z, Apr 28
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Maximum 20 wpm
            Name + (state/province/country)
  Work stations: Once per band
  QSO Points: 1 point per QSO (starting with Jan 4 contest)
  Multipliers: Each state/province/country once per band
               W/VE do not count as country mults (starting with Jan 4 contest)
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 2359Z April 30, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: http://www.k1usn.com/sst.html

Feld Hell Sprint: 0000Z-2359Z, Apr 29
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: Feld Hell
  Bands: 160, 80, 40, 20, 15, 10, 6m
  Classes: (none)
  Max power: Standard: 100 watts
             QRP: 5 watts
  Exchange: (see rules)
  Work stations: Once per band
  QSO Points: (see rules)
              Bonus Points: (see rules)
  Multipliers: (see rules)
  Score Calculation: (see rules)
  Submit logs by: May 2, 2023
  Upload log at: https://sites.google.com/site/feldhellclub/
  Mail logs to: (none)
  Find rules at: https://sites.google.com/site/feldhellclub/Home/contests/sprints/waaaeo-sprint

10-10 Int. Spring Contest, Digital: 0001Z, Apr 29 to 2359Z, Apr 30
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: Digital
  Bands: 10m Only
  Classes: QRP
           Low Power
           High Power
           Club
           Mobile
  Max power: HP: >150 watts
             LP: 150 watts
             QRP: 5 watts
  Exchange: 10-10 Member: Name + 10-10 number + (state/province/country)
            Non-Member: Name + 0 + (state/province/country)
  QSO Points: 1 point per QSO with a non-member
              2 points per QSO with a 10-10 member
  Multipliers: (none)
  Score Calculation: Total score = total QSO points
  Submit logs by: May 8, 2023
  E-mail logs to: tentencontest[at]ten-ten[dot]org
  Mail logs to: Dan Morris, KZ3T
                3162 Covington Way
                Lenoir, NC 28645
                USA
  Find rules at: http://www.ten-ten.org/index.php/activity/2013-07-22-20-26-48/qso-party-rules

UK/EI DX Contest, CW: 1200Z, Apr 29 to 1200Z, Apr 30
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 80, 40, 20, 15, 10m
  Classes: Single Op Unassisted (24/12)(QRP/Low/High)
           Single Op Assisted (24/12)(QRP/Low/High)
           Single Op Overlay: (Single-Element-Antenna)
  Max power: HP: >100W
             LP: 100W
             QRP: 5W
  Exchange: UK/EI: RST + Serial No. + District Code
            DX: RST + Serial No.
  QSO Points: (see rules)
  Multipliers: Each DXCC country once per band
               Each UK/EI district once per band
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 1200Z May 1, 2023
  Upload log at: http://logs.ukeicc.com/cgi-bin/hfenter.pl
  Mail logs to: (none)
  Find rules at: https://www.ukeicc.com/dx-contest-rules.php

Helvetia Contest: 1300Z, Apr 29 to 1259Z, Apr 30
  Geographic Focus: Switzerland
  Participation: Worldwide
  Mode: CW, SSB, Digital
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (CW/SSB) High
           Single Op Mixed (QRP/Low/High)
           Multi-Op (CW/SSB/Mixed) High
           SWL
  Max operating hours: 18 with a maximum of two rest periods of any length
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts (CW/Digital) or 10 watts (SSB)
  Exchange: HB: RS(T) + 2-letter canton
            non-HB: RS(T) + Serial No.
  Work stations: Once per band per mode
  QSO Points: 10 points per QSO with HB
              1 point per QSO with same continent
              3 points per QSO with different continent
  Multipliers: Each canton once per band
               Each DXCC country once per band
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: May 8, 2023
  E-mail logs to: contest[at]uska[dot]ch
  Mail logs to: (none)
  Find rules at: https://www.uska.ch/events/uska-helvetia-contest-concours-helvetia-hf/

Florida QSO Party: 1600Z, Apr 29 to 0159Z, Apr 30 and 1200Z-2159Z, Apr 30
  Geographic Focus: United States/Canada state/province QSO party
  Participation: Worldwide
  Mode: CW, Phone
  Bands: 40, 20, 15, 10m
  Classes: Single Op (CW/Phone/Mixed)(QRP/Low/High)
           Single Op Assisted (CW/Phone/Mixed)(QRP/Low/High)
           Multi-Single (CW/Phone/Mixed)(QRP/Low/High)
           Multi-Multi (CW/Phone/Mixed)(QRP/Low/High)
           Mobile Single Op (CW/Phone/Mixed)(QRP/Low/High)
           Mobile Single Op + Driver (CW/Phone/Mixed)(QRP/Low/High)
           Mobile Multi-Single (CW/Phone/Mixed)(QRP/Low/High)
           Mobile Multi-Multi (CW/Phone/Mixed)(QRP/Low/High)
           Expedition (CW/Phone/Mixed)(QRP/Low/High)
           School (CW/Phone/Mixed)(QRP/Low/High)
           Novice/Technician Low (CW/Phone/Mixed)
           SWL
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: FL: RS(T) + county
            W/VE: RS(T) + (state/province)
            DX: RS(T) + DXCC prefix
  Work stations: Once per band per mode per FL county
  QSO Points: 1 point per phone QSO
              2 points per CW QSO
  Multipliers: FL Stations: Each state, VE province/territory, DXCC country, maritime region once per mode
               Non-FL: Each county once per mode
               Power: High: x1, Low: x2, QRP: x3
  Score Calculation: Total score = total QSO points x total mults x power mult
  Submit logs by: May 15, 2023
  E-mail logs to: logs[at]floridaqsoparty[dot]org
  Upload log at: https://fqp.contesting.com/fqpsubmitlog.php
  Mail logs to: Florida QSO Party
                c/o Ron Harps, K8NZ
                1997 Willow Glen Ln
                Columbus, OH 43229-1550
                USA
  Find rules at: http://floridaqsoparty.org/rules/

K1USN Slow Speed Test: 0000Z-0100Z, May 1
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Maximum 20 wpm
            Name + (state/province/country)
  Work stations: Once per band
  QSO Points: 1 point per QSO (starting with Jan 4 contest)
  Multipliers: Each state/province/country once per band
               W/VE do not count as country mults (starting with Jan 4 contest)
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 2359Z May 3, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: http://www.k1usn.com/sst.html

AGCW QRP/QRP Party: 1300Z-1900Z, May 1
  Geographic Focus: Europe
  Participation: Worldwide
  Mode: CW
  Bands: 80, 40, 20, 15, 10m
  Classes: 5W (A)
           20W (B)
  Exchange: RST + QSO No. + "/" + Class ID (A/B)
  Work stations: Once per band
  QSO Points: 1 point per QSO with class B
              2 points per QSO with class A
  Multipliers: DXCC countries once per band
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: May 15, 2023
  E-mail logs to: dj4fv[at]agcw[dot]de
  Upload log at: https://www.agcw.de/contest/qrp-qrp
  Mail logs to: Manager
                Udo Witte, DJ4FV
                Sandbreite 7
                D-49134 Wallenhorst
                Germany
  Find rules at: https://www.agcw.de/contest/qrp-qrp

ICWC Medium Speed Test: 1300Z-1400Z, May 1
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Name + QSO No.
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0400Z May 4, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: https://internationalcwcouncil.org/mst-contest/

OK1WC Memorial (MWC): 1630Z-1729Z, May 1
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 80, 40m
  Classes: Single Op All Band (QRP/Low)
           Single Op Single Band (QRP/Low)
  Max power: LP: 100 watts
             QRP: 5 watts
  Exchange: RST + Serial No.
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each last character of worked station call suffix once per band
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0600Z May 5, 2023
  E-mail logs to: (none)
  Upload log at: https://memorial-ok1wc.cz/index.php?page=logs
  Mail logs to: (none)
  Find rules at: https://memorial-ok1wc.cz/index.php?page=rules2l

ICWC Medium Speed Test: 1900Z-2000Z, May 1
  Geographic Focus: Worldwide
  Participation: Worldwide
  Mode: CW
  Bands: 160, 80, 40, 20, 15, 10m
  Classes: Single Op (QRP/Low/High)
  Max power: HP: >100 watts
             LP: 100 watts
             QRP: 5 watts
  Exchange: Name + QSO No.
  Work stations: Once per band
  QSO Points: 1 point per QSO
  Multipliers: Each call once
  Score Calculation: Total score = total QSO points x total mults
  Submit logs by: 0400Z May 4, 2023
  Post log summary at: http://www.3830scores.com
  Mail logs to: (none)
  Find rules at: https://internationalcwcouncil.org/mst-contest/


----------------------------------------------------------------------------
NEXT WEEK'S CONTESTS:
----------------------------------------------------------------------------
ARS Spartan Sprint                                   0100Z-0300Z, May 2
Worldwide Sideband Activity Contest                  0100Z-0159Z, May 2
ICWC Medium Speed Test                               0300Z-0400Z, May 2
Phone Weekly Test                                    0230Z-0300Z, May 3
A1Club AWT                                           1200Z-1300Z, May 3
CWops Test                                           1300Z-1400Z, May 3
VHF-UHF FT8 Activity Contest                         1700Z-2100Z, May 3
Mini-Test 40                                         1700Z-1759Z, May 3
Mini-Test 80                                         1800Z-1859Z, May 3
CWops Test                                           1900Z-2000Z, May 3
Walk for the Bacon QRP Contest                       0000Z-0100Z, May 4
                                                       0200Z-0300Z, May 5
CWops Test                                           0300Z-0400Z, May 4
CWops Test                                           0700Z-0800Z, May 4
NRAU 10m Activity Contest                            1700Z-1800Z, May 4 (CW)
                                                       1800Z-1900Z, May 4 (SSB)
                                                       1900Z-2000Z, May 4 (FM)
                                                       2000Z-2100Z, May 4 (Dig)
SKCC Sprint Europe                                   1900Z-2100Z, May 4
MIE 33 Contest                                       2300Z, May 4 to 0300Z, May 5
NCCC RTTY Sprint                                     0145Z-0215Z, May 5
NCCC Sprint                                          0230Z-0300Z, May 5
K1USN Slow Speed Test                                2000Z-2100Z, May 5
10-10 Int. Spring Contest, CW                        0001Z, May 6 to 2359Z, May 7
RCC Cup                                              0300Z-0859Z, May 6
SBMS 2.3 GHz and Up Contest and Club Challenge       0600 local, May 6 to 2359 local, May 7
Microwave Spring Sprint                              0800-1400 local, May 6
ARI International DX Contest                         1200Z, May 6 to 1159Z, May 7
F9AA Cup, PSK                                        1200Z, May 6 to 1200Z, May 7
7th Call Area QSO Party                              1300Z, May 6 to 0700Z, May 7
Indiana QSO Party                                    1500Z, May 6 to 0300Z, May 7
Delaware QSO Party                                   1700Z, May 6 to 2359Z, May 7
New England QSO Party                                2000Z, May 6 to 0500Z, May 7
                                                       1300Z-2400Z, May 7
WAB 7 MHz Phone                                      1000Z-1400Z, May 7
K1USN Slow Speed Test                                0000Z-0100Z, May 8
ICWC Medium Speed Test                               1300Z-1400Z, May 8
OK1WC Memorial                                       1630Z-1729Z, May 8
RSGB 80m Club Championship, SSB                      1900Z-2030Z, May 8
ICWC Medium Speed Test                               1900Z-2000Z, May 8
Worldwide Sideband Activity Contest                  0100Z-0159Z, May 9
ICWC Medium Speed Test                               0300Z-0400Z, May 9
DARC FT4 Contest                                     1900Z-2000Z, May 9


----------------------------------------------------------------------------
CONTEST LOG SUBMITTAL DEADLINES FOR RECENT CONTESTS
----------------------------------------------------------------------------
Please consult the individual contest rules to determine what log
documentation must be submitted (i.e. summary sheet, dupe sheets, etc.).
----------------------------------------------------------------------------

144 MHz Spring Sprint:   April 24, 2023
  E-mail:  kotoka2kqm[at]windstream[dot]net
  Post web summary:  http://www.3830scores.com
  Mail:  Kent O'Dell, KA2KQM
         2752 Monument Road
         Jasper, GA 30143
         USA
  Find rules at: https://sites.google.com/site/springvhfupsprints/home/2023-information

Hungarian Straight Key Contest:   April 24, 2023
  E-mail:  (none)
  Upload log at:  https://hskc.ha8kux.com/
  Mail:  (none)
  Find rules at: https://hskc.ha8kux.com/

A1Club AWT:   April 24, 2023
  Post web summary:  http://www.3830scores.com
  Mail:  (none)
  Find rules at: https://a1club.org/contest/awt/

Georgia QSO Party:   April 24, 2023
  E-mail:  (none)
  Upload log at:  https://gaqsoparty.com/log-submission-2/
  Mail:  John Laney, K4BAI
         PO Box 421
         Columbus, GA 31902-0421
         USA
  Find rules at: https://gaqsoparty.com/

VHF-UHF FT8 Activity Contest:   April 24, 2023
  E-mail:  (none)
  Upload log at:  http://www.ft8activity.eu/index.php/en/upload-log
  Mail:  (none)
  Find rules at: http://www.ft8activity.eu/index.php/en/

RSGB FT4 Contest:   April 25, 2023
  Upload log at:  https://www.rsgbcc.org/cgi-bin/hfenter.pl
  Mail:  (none)
  Find rules at: https://www.rsgbcc.org/hf/rules/2023/r80m_ft4.shtml

Dutch PACCdigi Contest:   April 25, 2023
  E-mail:  paccdigi[at]veron[dot]nl
  Upload log at:  https://contest.veron.nl/PACCdigi/app
  Mail:  (none)
  Find rules at: https://www.veron.nl/vereniging/commissies-en-werkgroepen/traffic-bureau/hf-contesten/paccdigi-rules/

YU DX Contest:   April 26, 2023
  E-mail:  yudx[at]yu1rs[dot]org[dot]rs
  Upload log at:  http://hamcontest.rs/HF-Robot/index-HF.jsp
  Mail:  (none)
  Find rules at: http://www.yudx.yu1srs.org.rs/

K1USN Slow Speed Test:   April 26, 2023
  Post web summary:  http://www.3830scores.com
  Mail:  (none)
  Find rules at: http://www.k1usn.com/sst.html

QRP ARCI Spring QSO Party:   April 27, 2023
  E-mail:  (none)
  Upload log at:  http://www.qrpcontest.com/
  Mail:  (none)
  Find rules at: http://qrparci.org/contest/spring-qso-party

Walk for the Bacon QRP Contest:   April 27, 2023
  E-mail:  (none)
  Upload log at:  https://qrpcontest.com/pigwalk20/autolog.php
  Mail:  (none)
  Find rules at: https://qrpcontest.com/pigwalk20/

ICWC Medium Speed Test:   April 27, 2023
  Post web summary:  http://www.3830scores.com
  Mail:  (none)
  Find rules at: https://internationalcwcouncil.org/mst-contest/

ICWC Medium Speed Test:   April 27, 2023
  Post web summary:  http://www.3830scores.com
  Mail:  (none)
  Find rules at: https://internationalcwcouncil.org/mst-contest/

OK1WC Memorial (MWC):   April 28, 2023
  E-mail:  (none)
  Upload log at:  https://memorial-ok1wc.cz/index.php?page=logs
  Mail:  (none)
  Find rules at: https://memorial-ok1wc.cz/index.php?page=rules2l

YOTA Contest:   April 29, 2023
  E-mail:  (none)
  Upload log at:  https://www.ham-yota.com/contest/
  Mail:  (none)
  Find rules at: https://www.ham-yota.com/contest/

Classic Exchange, CW:   April 30, 2023
  E-mail:  k2rp[at]arrl[dot]net
  Mail:  K2RP
         659 Shanas Lane
         Encinitas, CA 92024
         USA
  Find rules at: http://www.classicexchange.org/

Mississippi QSO Party:   April 30, 2023
  E-mail:  w5xx[at]arrl[dot]net
  Mail:  Malcolm Keown
         64 Lake Circle Drive
         Vicksburg, MS 39180
         USA
  Find rules at: https://www.arrlmiss.org/2023_MS_QSO_PARTY_RULES.pdf

BARTG Sprint 75:   April 30, 2023
  Upload log at:  http://bartg.rsgbcc.org/cgi-bin/hfenter.pl
  Mail:  (none)
  Find rules at: http://bartg.org.uk/wp/bartg-sprint75-contests/

SP DX RTTY Contest:   April 30, 2023
  E-mail:  sprtty[at]pzk[dot]org[dot]pl
  Upload log at:  http://www.pkrvg.org/spdxrtty_import.html
  Mail:  (none)
  Find rules at: http://www.pkrvg.org/strona,spdxrttyen.html

Nebraska QSO Party:   April 30, 2023
  E-mail:  nebraskasm[at]hotmail[dot]com
  Mail:  Matt Anderson, KA0BOJ
         14300 NW 98th Street
         Raymond, NE 68428
         USA
  Find rules at: https://nebraskaqsoparty.com/qso-party-rules/f/rules-for-2022-nebraska-qso-party

Classic Exchange, Phone:   April 30, 2023
  E-mail:  k2rp[at]arrl[dot]net
  Mail:  K2RP
         659 Shanas Lane
         Encinitas, CA 92024
         USA
  Find rules at: http://www.classicexchange.org/

Texas State Parks on the Air:   April 30, 2023
  E-mail:  K5LRK[dot]TX[at]gmail[dot]com
  Mail:  (none)
  Find rules at: http://www.tspota.org/

North American SSB Sprint Contest:   April 30, 2023
  E-mail:  (see rules, web upload preferred)
  Upload log at:  http://ssbsprint.com/submit-log/
  Mail:  Robert Hayes, KW8N
         9192 Bender Rd
         N. Ridgeville, OH 44039
         USA
  Find rules at: http://ssbsprint.com/rules/

QCX Challenge:   April 30, 2023
  Post web summary:  http://www.3830scores.com
  Mail:  (none)
  Find rules at: http://www.qrp-labs.com/party.html

QCX Challenge:   April 30, 2023
  Post web summary:  http://www.3830scores.com
  Mail:  (none)
  Find rules at: http://www.qrp-labs.com/party.html

222 MHz Spring Sprint:   May 2, 2023
  E-mail:  kotoka2kqm[at]windstream[dot]net
  Post web summary:  http://www.3830scores.com
  Mail:  Kent O'Dell, KA2KQM
         2752 Monument Road
         Jasper, GA 30143
         USA
  Find rules at: https://sites.google.com/site/springvhfupsprints/home/2023-information

Missouri QSO Party:   May 2, 2023
  E-mail:  moqsoparty[at]w0ma[dot]org
  Mail:  Boeing Employees' Amateur Radio Society W0MA
         c/o George Mackus, AB0RX
         11841 Wexford Place Drive
         Maryland Heights, MO 63043
         USA
  Find rules at: http://www.w0ma.org/index.php/missouri-qso-party

UA1DZ Memorial Cup:   May 3, 2023
  E-mail:  logs[at]ua1dz[dot]ru
  Upload log at:  http://ua1dz.ru/viewpage.php?page_id=25
  Mail:  (none)
  Find rules at: http://ua1dz.ru/articles.php?article_id=76

International Vintage Contest HF:   May 3, 2023
  E-mail:  vintagecontesthf[at]gmail[dot]com
  Mail:  (none)
  Find rules at: https://vintagecontest.webnode.it/residenti/

QRP to the Field:   May 6, 2023
  E-mail:  na5n[at]zianet[dot]com
  Mail:  Paul Harden, NA5N 
         72 Polvadera Heights Road
         Socorro, NM 87801
         USA
  Find rules at: http://www.zianet.com/qrp/qrpttf/pg.html

Maundy Thursday Contest:   May 6, 2023
  E-mail:  cqads[at]fra[dot]fo
  Mail:  Regin Nicolajsen, OY1R
         Gerðsivegur 10
         FO240 Skopun
         Faroe Island
  Find rules at: https://oz1hq.dk/Skartorsdagstesten.pdf

JIDX CW Contest:   May 9, 2023
  E-mail:  cw[at]jidx[dot]org
  Upload log at:  http://www.jidx.org/upload/uplog.html
  Mail:  JIDX CW contest
         P.O. Box 22, Mitaka
         Tokyo 181-8799
         Japan
  Find rules at: http://www.jidx.org/jidxrule-e.html

North Dakota QSO Party:   May 15, 2023
  E-mail:  nancyyoshida[at]live[dot]com
  Mail:  K0YL,
         c/o Nancy Yoshida
         1079 Harvest LN NE
         Thompson, ND 58278
         USA
  Find rules at: https://www.ndarrlsection.com/2023/2023_ND_QSO_Party_Rules.pdf

Ontario QSO Party:   May 16, 2023
  Upload log at:  http://www.va3cco.com/oqp/submitlog.htm
  Mail:  (none)
  Find rules at: http://www.va3cco.com/oqp/rules.htm

EA-QRP CW Contest:   May 16, 2023
  E-mail:  concursos[at]eaqrp[dot]com
  Mail:  Vocalia de concursos EA-QRP (Concurso CW)
         PO Box 17
         E-16080 Cuenca
         Spain
  Find rules at: https://www.eaqrp.com/index.php/actividades/concurso?id=263

Quebec QSO Party:   May 16, 2023
  E-mail:  (none)
  Upload log at:  https://qcqp.contesting.com/
  Mail:  (none)
  Find rules at: https://wp1.quebecqsoparty.org/

DIG QSO Party, SSB:   May 31, 2023
  E-mail:  df2kd[at]web[dot]de
  Mail:  Karl-Dieter Heinen, DF2KD
         Kropelspfad 3
         D-53925 Kall
         Germany
  Find rules at: https://diplom-interessen-gruppe.info/downloads/dig-qso-party-en/

DIG QSO Party, CW:   May 31, 2023
  E-mail:  df2kd[at]web[dot]de
  Mail:  Karl-Dieter Heinen, DF2KD
         Kropelspfad 3
         D-53925 Kall
         Germany
  Find rules at: https://diplom-interessen-gruppe.info/downloads/dig-qso-party-en/

CQMM DX Contest:   June 30, 2023
  E-mail:  cwjf[at]cqmmdx[dot]com
  Mail:  CWJF Group
         Rua Dr. Edgard Quinet 35/401
         36036-080 Juiz de Fora - MG
         Brazil
  Find rules at: http://www.cqmmdx.com/rules/

Iowa QSO Party:   October 20, 2029
  E-mail:  (none)
  Upload log at:  http://kc0ede.net/iaqplogs.html
  Mail:  STORY COUNTY AMATEUR RADIO CLUB
         1124 Roosevelt Ave
         Ames, IA 50010
         USA
  Find rules at: http://www.w0yl.com/IAQP
----------------------------------------------------------------------------
/NNNN
